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QUESTION: 54 
Which function is available on the Cisco Series 2500 Connected Grid Switch? 


A. GRWIC modules 

B. inputs and outputs for alarms 
C. Energy Wise 

D. Stack Wise 


Answer: A 


QUESTION: 55 
Which of these is part of mission critical substation communications? 


A. workstation email 

B. physical access (deny access) 
C. fault detection and restoration 
D. physical security alarm 


Answer: C 


QUESTION: 56 
How many types of smart port macros are available for the Cisco CGS 2500? 


A. 1type 

B. 2 types 
C. 3 types 
D. 4 types 


Answer: C 


QUESTION: 57 
Which of the following is the best way to open a TAC case? 


A. using cisco.com 

B. using the U.S. Postal Service 
C. through the local account team 
D. by fax 


Answer: A 


QUESTION: 58 
Which statement about the CGR 2010 is correct? 


A. There are no CGR 2010 components that have moving parts. 
B. Only the hard drive has moving parts. 

C. The cooling system and the hard drive have moving parts. 
D. Only the cooling system has moving parts. 


Answer: B 
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